A-26

FOOTNOTES  FOR TABLE A-16

(a)    "Jobs" are not defined clearly.     It is assumed here that  a job  represents a
full person-year for each year of the project.

(b)    Supervisors or carpenters   (in the case of  retrofits).

(c)    Since contracted labor is used to repair HUD-owned homes,   public service
employees may partially replace local labor.

Assumptions

o    For most buildings,  while a retrofit  Investment of  $1  per square
foot is propably cost effective  (i.e.,  energy savings would  repay
the retrofit cost on a reasonable time scale),   the most labor-
intensive retrofit measures are associated with the first $0.10 of
investment per square foot.

o    Of every $3 spent  on building retrofit,   $2 goes  for labor and $1  goes
for materials   (based on the labor/materials  cost split  characteristic of
renovation activities).

o    Each unskilled or semi-skilled public service worker will receive
$10,000 annually.

o    Each skilled public service worker acting in a supervisory role will
receive $15,000 annually.

o    Each $40,000 of Investment in materials will create one job  in  the

manufacturing industry  (this figure is an average of  several  industries,
and is also the figure specifically applicable to the insulation
industry).igures account for drilling crews.
